Cer tain-teed 

ROOFING, 

ONE, TVfO A NO THREE PLY 
MORE PLIABLE—Contains MORE 
BITUMEN than any other brand 
Agents: 

WUNDERLICH LTD., 

56 PITT ST., SYDNEY. 

’Phono 3966 City- Rcdfern. 





















Certain-teed ROOFING 


Rolls 3ft. wide by 72ft. long contain 216 square feet, 
being sufficient to cover 200 square feet of roof 
8l,r ?ace, allowing fora-two*inch lap. 

NAILS un^ CEMENT for FIXING with each Roll. 


4 Cortain-t CCC | »» j s w ater-proof, weather-proof and 
yermm-prooj It j s c i eftll to handle and easy to lay. 
J n uae i. will provide a Coql Hoof, u Silent Roof, a 
Rustless KOof f a Non-sweating Roof, a Fire-resisting 
Roof. A for Water-troughs, Feed-troughs, etc., 

and for Silos. 

Ab a Floor covering: “ Certain-tcod ” Is a great 
tralfic resislcr. 








Digitized by: 



IN VEfthl^TlONAL 


ASSOCIATION 

FOR 

PRESERVATION 
TECHNOLOGY, 
INTERNATIONAL 
www.apti.org 
Australasia Chapter 

BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 


https://archive.org/details/buildinqtechnoloqvheritaqelibrarv 

from the collection of: 

Miles Lewis, Melbourne 
funding provided by: 
the Vera Moore Foundation, Australia 



vera moore 




